NAB Form PB-16Issum 



, agreement form for 

NON-CAivJbibAffe/iSSUE ADVERTISEMENTS 



I Lauren A. Schuinagfoer 

do hereby request station th* Concerning the Allowing issue: 




Broadcast 
Length 



Time of Day, 
■ Rotation or 
Package. 



VARIES 




Times per 
Week 




Number 
of Weeks 




Total Charges: $ ^ ^ \ S£> 



GROSS 



This 



broadcast time will be used by: Ame^^ 



Does 



„e relating .5, P°"^' "»*»■ 



tf Yes 



□ No 



NAB ForaPB-16 Issues 



For programming that "communicates a message relating to any political matter of national 
importance," list the name of the legally qualified candidate(s) the programming refers to, the 
o£fice(s) being sought and the date(s) of the election® (if applicable): 



For programming that "communicates a message relating to any political matter of national 
importance," attach Agreed Upon Schedule (Page 3) 

I represent that the payment for the above described broadcast time has been furnished by: 



and you are authorized to announce the time as paid for by such person or entity. The entity 
furnishing the payment, if other than an individual person, is: 

13^ corporation; □ a committee; □ an association; □ or other unincorporated group. 

The names, offices, and addresses of the chief executive officers, directors, and/or authorized 
agents of the entity are named below (may be attached separately): 

I agree to indemnify and hold harmless the station for any damages or liability, including 
reasonable attorney's fees, that may ensue from the broadcast of the above-requested 
advertisement®. For the above-stated broadcast®, I also agree to prepare a script, 

transcript, or tape, which will be delivered to the station at least _ . 

before the time of the scheduled broadcasts. 

TO BE SIGNED BY ISSUE ADVERTISER 

TO BE SIGNED BY STATION REPRESENTATIVE 

Accepted □ Accepted in Part □ Ejected 

Yd 



l/a 





mn Printed Name ™» 




Copyrijsltf 6 2004 by the National Associalion of Broadcasters. May Nol Be Copied, Reproduced, or Further Distributed. 

2 



